From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Friday, March 26, 2010 4:52 PM 
Connolly, Grace (DPH) 

Re: late Friday afternoon UMass update 


Fun, fun ,fun 


From: Connolly, Grace (DPH) 

To: Shaw Tom < tdshaw@facil.umass.edu > 

Cc: Dunn, Ceci (DPH); Nassif, Julianne (DPH) 

Sent: Fri Mar 26 16:37:24 2010 

Subject: FW: late Friday afternoon UMass update 

Hi Tom, 

There is a lot of activity out in Amherst and we seem to be running into some communication problems. Can we please 
set a time on Monday to talk about the information flow and how to best manage? Can you send me some times when 
you would be available? Thanks and have a good weekend. 

Grace 


From: Popstefanija, Marija (DPH) [ mailto:Mariia.Popstefaniia@state.ma.us1 
Sent: Friday, March 26, 2010 4:33 PM 

To: Nathhorst Richard P.; Morrison, Robert (DPH); Connolly, Grace (DPH); 'Dunn, Ceci (DPH)' 

Cc: Cocoros, Noelle (DPH); Conant, Mary (DPH); kathleen shattuck; 'Merriam, Carolyn (DPH)'; 'Long, Suzanne (DPH)'; 
Taugher, Helen (DPH); Hanchett, James (DPH); 'Lobik Stephen' 

Subject: late Friday afternoon UMass update 

Hi all, 

Mr Nathhorst dropped in to our office without a prior appointment (3:15 p.m.). Suzanne and Carolyn were gone for the 
day. 

He stated he needs to connect with the vaccine manager (Bob Morrison) regarding the storage of the refrigerator and 
freezer. 

Regarding the timeline he related to us that all personal and other items that are to be saved from the vaccine distribution 
area - need to be removed as soon as feasible so that he can begin demolition there. 

Marija PopStefanija, MPH, MS 

Epidemiologist /S Pneumo Coordinator 

Massachusetts Department of Public Health 

Bureau of Infectious Disease Prevention, Response & Services 

Division of Epidemiology and Immunization 

phone 413-545-5999 ’ 

website: www.mass.gov/dph 

blog: http://publichealth.bloq.state.ma.us 
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